ZOBEX 
7343-J RONSON ROAD 
SAN DIEGO- CA 92111 
(619) 571-6971 


Thank you for your inquiry. 


ZOBEX would like to offer you special pricing on our Hard disk subsystems 
that are available. 


The HD-28 Hard disk subsystem which has been advertised in BYTE for 
$1995.98, and includes: | | 

2ØMBYTE Hard disk (unformated), host adapter, controller, 

cables, and necessary *software to run with either IBM PC 

or S-19@ computers. (Hard disk and controller are en- 

closed in a free standing cabinet with separate power 

supply) 
Available to you for only $1595.08 


The ZOBEX 3012-4HDC Hard disk subsystem is a 12. 7MBYTE (unformated) hard 
disk subsystem which can be installed directly into the IBM PC; this unit 
includes: | 
12.7MBYTE Hard disk, controller which plugs into any slot 
in the IBM PC, cables and *software. 
Yours for $995.00! Some IBM PC's might require an additional +12v DC 
power supply. 
*kor the 3012-hd as an external unit (as described above 
for the HD-20) 
For only $1195.98 


Now available is the ZOBEX HD-59 external hard disk unit for either S-109 
or IBM PC which will include: 

S@MBYTE Hard disk (unformated), controller, cables and necessary 
software. 
Yours for only $2495.98 


*Limited time only on all specials! 


Enclosed is a descriptive brochure of all ZOBEX products which we would be 
happy to answer questions regarding any product. 


Sincerely, 


udy~ Conner 
Marketing 
Mencl. 
*Software available to run with:either MS DOS l.l or 2.8 for the IBM PC and 
CP/M 2.2 for the S-19@ computer. 


